DOCKETED ITEMS     191

-9203030171 Rev 9 to "ODCM."

LINVILLE.J.T., LELAND.W.B., MOODY.D.E. Public Service Co. of New Hampshire 91 /
10/24. 10pp. 60795:090-60795:099.

-9203030172 Rev 8 to "ODCM."

LINVILLE.J.T., LELAND.W.B., MOODY.D.E. Public Service Co. of New Hampshire. 91 /
07/08. 100pp. 60795:100-60795:233.

9203230316 Monthly operating rept for Feb 1992 for Seabrook Station, Unit 1 W/
920312 Itr.

NARDONE.P., FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 92/02/29
6pp. 61077:334-61077:339.

9203240050 Forwards update from Pilgrim Citizens Radiological Monitoring Network.No
info received from Seabrook Citizens Radiological Monitoring Network since last cor-
respondence.

BORES.R. Region 1 (Post 820201). 92/03/12. STROME.R. Federal Emergency Man-
agement Agency. 11pp. 61053:176-61053:186.

9203310263 Forwards "Secondary Chemistry Annual Rept for 1991." Rept summarizes
& evaluates 1991 condensate.feedwater & steam generator water chemistry operating
experience & repts total time secondary water chemistry parameters out of Spec.
FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 92/03/20. Document Con-
trol Branch (Document Control Desk). 6pp. 61218:057-61218:061.

S. Reportable occurrences, LERs & related correspondence

9203030309 LER 92-001-00:on 920129,auxiliary sample pump not operating as indicat-
ed by lack of sample flow.Caused by equipment failure.Cooling fan connection was
corrected & procedure change will be submitted.W/920228 Itr.
LEGENDRE.A.L,  FEIGENBAUM.T.C, Yankee Atomic Electric Co.  92/02/28. 5pp.
60801:116-60801:120.

9203180258 LER 92-002-00:on 920212,determined existence of non-conservative value
in TS 4.5.2h.3.Caused by administrative error.TS being developed to revise values for
surveillance requirements.W/920313 Itr,

PESCHEL.J.M., FEIGENBAUM.T.C. Public Service Co. of New Hampshire. 92/03/13.
6pp. 60997:236-60997:241.

V. Operator Examinations

9203090116 Forwards exam forms A & B.answer key for A & B exams.exam summary &
candidates individual answer sheets from 920205 generic fundamentals exam
section. Results should be forwarded to applicants.W/o ends.

BETTENHAUSEN.L Region 1 (Post 820201). 92/03/03. HANLEY.R. Public Service
Co. of New Hampshire. 2pp. 60833:066-60833:067.

9203190315 Notification of listed individuals permanently reassigned from former posi-
tions & licenses no longer required.per 10CFR50.74.

DRAWBRIDGE.B.L Public Service Co. of New Hampshire. 92/03/13. Document Con-
trol Branch (Document Control Desk). 2pp. 61060:324-61060:325.

DOCKET 50-444 SEABROOK NUCLEAR STATION, UNIT 2

Q. Inspection reports, IE Bulletins ft correspondence

9202110001 NRC Into Notice 92-013, "Inadequate Control Over Vehicular Traffic at Nu-
clear Power Plant Sites."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60838:224-60838:227.

9202110056 Suppl 1 to NRC Info Notice 92-002, "RELAP5/MOD3 Computer Code Error
Associated W/Conservation of Energy Equation."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/18.
Consolidated Edison Co. of New York, Inc. 4pp. 60871:182-60871:185.

9202190037 NRC Info Notice 92-014, "U Oxide Fires at Fuel Cycle Facilities."
CUNNINGHAM.R.E. Division of Industrial & Medical Nuclear Safety (Post 870729).
92/02/21. Consolidated Edison Co. of New York, Inc. 9pp. 60838:215-60838:223.

9202190038  NRC Info Notice 92-015, "Failure of Primary Sys Compression Fitting."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/24.
Consolidated Edison Co. of New York, Inc. 4pp. 60962:181-60962:184.

9202190317 NRC Info Notice 92-016, "Loss of Flow From RHR Pump During Refueling
Cavity Draindown."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/25.
Consolidated Edison Co. of New York, Inc. 6pp. 60948:134-60948:139.

9202190371 NRC Info Notice 92-017, "NRC Insps of Programs Being Developed at Nu-
clear Power Plants in Response to Generic Ltr 89-10."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/26.
Consolidated Edison Co. of New York, Inc. 1 1pp. 60392:001-60392:011.

9202240025 NRC Info Notice 92-018, "Potential for Loss of Remote Shutdown Capabil-
ity During Control Room Fire."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/02/28.
Consolidated Edison Co. of New York, Inc. 11pp. 60948:140-60948:150.

9202250331 NRC Info Notice 92-019, "Misapplication of Potter & Brumfield MDR Rotary
Relays."

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/02.
Consolidated Edison Co. of New York, Inc. 6pp. 60997:037-60997:042.

9202260208 NRC Info Notice 92-020, "Inadequate Local Leak Rate Testing."
ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 92/03/03.
Consolidated Edison Co. of New York, Inc. 4pp. 60997:043-60997:046.

R. Periodic operating reports & related correspondence

etwork.No
e last cor-

9203240050 Forwards update from Pilgrim Citizens Radiological Monitoring N
info received from Seabrook Citizens Radiological Monitoring Network sinc
respondence,

BORES.R. Region 1 (Post 820201). 92/03/12. STROME.R. Federal Emergency Man-
agement Agency. 11pp. 61053:176-61053:186.

A. Application/construction stage documents & correspondence

9106270324 Suppl 4 to Generic Ltr 88-20 to all licensees holding operating licenses &
CPs for nuclear reactor facilities re individual plant exam of external events (IPEEE)
for severe accident vulnerabilities -10CFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 91/06/28. Consolidat-
ed Edison Co, of New York, Inc. 32pp. 60997:001-60997:032.

9202250311 Suppl 4 to Generic Ltr 89-10 to all licensees of operating nuclear power
plants & holders of CPs for nuclear power plants re consideration of valve misposi-
tioning in BWRs.

PARTLOW,J.G. Associate Director for Projects (Post 870411). 92/02/12. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:033-60997:036.

9203030409 Provides clarification on Herald 920216 story, "NRC Boss: Staffers Told
Congress Truth on Seabrook." Commission has noted that no one at NRC has delib-
erately misled, nor lied to Congress,Commission or anyone else in matter.
FOUCHARD.J.J. Office of Public Affairs (Post 911117). 92/02/18. COHEN.S. Boston
Herald, Boston. MA. 2pp. 60774:324-60774:325.

9203030209 Generic Ltr 92-02 to all holders of OLs or CPs for PWRs re resolution of
Generic Issue 79, "Unanalyzed Reactor Vessel (PWR) Thermal Stress During Natural
Convection Cooldown."

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 4pp. 60997:047-60997:050.

9203060147 Rev 1 to generic Itr 92-01 to all holders of operating licenses or const per-
mits for nuclear power plants (except YAE.Iicensee for Yankee Nuclear Power
Station),re reactor vessel structural integrity,! OCFR50.54(f).

PARTLOW.J.G. Associate Director for Projects (Post 870411). 92/03/06. Consolidat-
ed Edison Co. of New York, Inc. 12pp. 61085:001-61085:012.

0. Adjudicator/ correspondence

9203050051 Comments of State of New Hampshire re NHRERP sheltering & LBP-90-
12.* Concurs w/ASLB request for further guidance from ASLBP re implementation of
sheltering provisions which are part of NHRERP.W/svc list.

HUNTINGTON.G.M.   New   Hampshire,   State   of.   #192   12629.   90/05/28.   6pp.
60791:111-60791:116.

H. General correspondence

9203130125 Responds to 920212 request for copy of NRC investigation of J Wampler
allegations concerning plant.Rept contains info exempt under FOIA & privacy act.W/o
end.

WILLIAMS.D.C.   Office   of   the   Inspector   General   (Post   890417).   92/02/12.
RUDMAN.W.B. Senate. 1 p. 60931:027-60931:028.

DOCKET 50-445 COMANCHE PEAK STEAM ELECTRIC STATION, UNIT 1

E.  NRC Safety Evaluation Report (SER), suppls & correspondence

9203100163 Forwards proposed FSAR change to remove requirement for in-
line, Independent review of operations notification & evaluation forms (nonconformance
documents).per SSER 22 (NUREG-0797).

CAHILL,W.J., WOODLAN.D.R. Texas Utilities Electric Co. (TU Electric). 92/03/03.
Document Control Branch (Document Control Desk). 10pp. 60897:266-60897:275.

F.  Security, medical, emergency & fire protection plans

9109240136 Forwards "1991 Field Exercise," for 911119 graded exercise.
WOODLAN.D.R. Texas Utilities Co. 91/09/19. Document Control Branch (Document
Control Desk). 1p. 60977:194-60979:301.

-9109240139 "1991 Field Exercise."

*  Tennessee Valley Authority. 91/09/19. 773pp. 60977:195-60979:301.

9203030111 Revised Emergency Plan Procedures.including Rev 0 to EPP-215, "Corpo-
rate Support during Emergencies," Rev 11 to EPP-304, "Protective Action Recom-
mendations,1' & revised indices.W/920226 Itr,

WOODLAN.D.R. Texas Utilities Electric Co. (TU Electric). 92/02/26. 31pp. 60805:088-
60805:119.

920303,0194 Forwards Rev 13 to "Comanche Peak Steam Electric Station Emergency
Plan." Rev in ref to corporate ofc emergency response & support.departmental reor-
ganization & emergency response facility computer sys & digital RMS.
CAHILL.W.J. Texas Utilities Electric Co. (TU Electric). 92/02/28. Document Control
Branch (Document Control Desk). 11pp. 60801:043-60801:115.

-9203030199 Rev 13 to Emergency Plan.

*  Texas Utilities Electric Co. (TU Electric). 92/02/03. 62pp. 60801:054-60801:115.

9203050237 Forwards Physical Security Plan.Rev 12 (copies 13,14,15 & 16).Copies
withheld (ref 10CFR73.21).

CAHILL.W.J., WOOPLAN.D.R. Texas Utilities Electric Co. (TU Electric), 92/03/03.
Document Control Branch (Document Control Desk), 1p. 60852:095-60852:095.

9203300186 Forwards trip rept re 920303 request for add! technical info re Thermo-Lag
fire barriers.Technical rept providing addl details will be provided in two weeks.
THADANI.A. Plant Systems Branch. 92/03/18. MARION.A, Nuclear Management &
Resources Council (NUMARC) (formerly Nuclear Utility Manage. 1p. 61122:018-
61122:077.r inservice insp requirements also encl,
